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Circular  75  - Safety  for  the  Household  - Price  SO, 75, 

Circular  134  - U.S.  Government  Specifications  for  Fire  Extin- 
guishing Liquid  - Price  $0.05. 

Technologic  Paper  130  - heat  Insulating  Properties  of  Building 

Materials  - Price  $0,10. 

Technologic  Paper  184  - Fj.re  Tests  of  Building  Columns  - Price 

$0.75. 

Technologic  Paper  272  - Fire  Resistance  of  Concrete  Columns  - 

Price  $0.25. 

Lessons  from  Firs  Tests*  - Ciaywerker  - June  1922. 

Fire  Tests  of  Concrete  Columns  - Proceedings  of  American  Concrete 

Institute  - 1916*,  1919  and  1920, 

Fire  Tests  of  Brick  Walls  - American  Arcniteot  - Sept,  26  and 

Oct.  10,  1323, 

Fire  Tests  of  Briok  1/Vails*-  Brick  & Clay  F^ecoru,  Oct.  30,  1923; 

Ciaytforker,  Nov.  1923;  Fire  Protection,  Nov,  1923;  Quarterly, 
National  Fire  Protection  Association,  Jan.  1924;  Safety  Eng- 
ineering, Dec.  1923, 

Fire  Tests  of  Theatre  Proscenium  Curtains*  - Quarterly  National 
Fire  Protection  Association,  April  1925. 

Investigation  of  Cause  of  U.S.  Treasury  Roof  Fire  - Quarterly 
National  Fire  Protection  Association  - January  1923, 

Fixe  Tests  of  Theatre  Proscenium  Curtains* - Safety  Engineering  - 
February  1925. 
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Letter  Circular  165  - April  33, 


The  I1' ire  resistance  oi  Concrete  Protected  Building  Columns  (Paper 
oeiore  National  Crushed  Stone  Association) * - Rock  Products, 
March,  x52o, 

Metncu.s  i or  Making  Adsorption  Determinations  for  Hollo#  Building 
Tile  - Journal  American  Ceramic  oociety  - November  1933, 

Capping  for  Compression  Specimens  - Journal  American  Ceramic  So- 
ciety - May  1933, 

Effect  of  Grog  Audition  on  Fire  Resistance  of  Hollow  Builuing 
T ne  - Journal  American  Ceramic  Society  - June  1923, 

Strength,  Absorption  and  Freezing  Resistance  of  Hollow  Building 
Tile  - Journal  American  Ceramic  Society  - March  1924. 

Factors  Affecting  Brick  Masonry  Strength  - Proceedings  American 
Society  for  Testing  Materials  - Vol.  24,  p.  909. 

Portable  Equipment  for  Transverse  Tests  of  Brick*  - Clayworker  - 
February  1925. 
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Tentative  Classification  of  Building  Con- 
st ruction • « ith  Reference  to  Fire  Resistance. 
■ Fire  Resistance  of  hollow  Tile. 
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